Saunders, Della (DPH) 


From: 

Sent; 

To: 

Subject: 


Payton, Debra (NFK) 

Tuesday, March 06, 2012 11:44 AM 
Saunders, Della 
RE: Drug Certs 


Of course I do my dear friend...I need the lab packet ASAP please! I 

-Original Message- 

From; Saunders, Della (DPH) 

Sent; Tuesday, March 06, 2012 10:10 AM 
To: Payton, Debra (NFK) 

Cc: O'Brien, Elisabeth (DPH) 

Subject: FW;Drug Certs 

Good Morning Debi, 

Attached are copies of the new certificates for the Weymouth samples listed above, 
let me know if you need any further information. 

Della 

Della Saunders 
Chemist III 

Drug Analysis Laboratory Room 363 

William A. Hinton State Laboratory Institute 

305 South Street 

Jamaica Plain, MA. 02130 

617-983-6632 phone 

617-983-6625 fax 

-Original Message- 

From; DPH-ITS, Scanner (DPH) [mailto:itsscanner@massmail.state.ma.us] 

Sent; Tuesday, March 06, 2012 10:07 AM 
To: Saunders, Della (DPH) 

Subject I 

This E-mail was sent from "DPH-SLI -361-Scanner" (Aficio MP 3350B). 

Scan Date; 03.06.2012 10:06:45 (-0500) 

Queries to: itsscanner@massmail.state.ma.us 


1 


Please 
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The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


BUREAU OF LABORATORY SCIENCES 


March 8, 2012 


ADA Debra Payton 

Norfolk Coun ty District Attorney's Office 
Re: Samples 

Dear ADA Payton: 

Enclosed are copies of the information you requested for the above mentioned samples: 

1) Drug Receipt 

2) Evidence Control Cards with hand-written notations 

3) Drug Powder Analysis Forms with my hand-written notations 

4) GC/MS confirmatory data 

I was the primary/custodial chemist and performed all of the testing for these samples. 

If you have any further questions, please do not hesitate to call me at eitherGI 7-983- 
6632 or 617-983-6689. 



Delia Saunders 
Chemist III 


William A. Hinton 
State Laboratory institute 
305 South Street 
Jamaica Plain, MA. 02130 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratoiy Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 


' A Jih/M Pi / 


Police Reference No. 


Name and Rank of Submitting Officer: 


T’" ^ \/'c 


-U’Oi- t^rz 
C> (} - CeOf- (A il 



Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


iO itiS'f'/f loCi( 

1 SJ 

) j cO 1 i 

psejoj cLir 

1 /8-^Zx 

/ hctp^ 

u 1 y h 

poiOchr^ 

fSDt ' P/I 

i 

1 i(/}n 

f p\ifsiic 


pOCJc^^ 

og - tSs>^''Pt'L 

j“ V.^7— t — ' 

1 \ P/),%n 1 
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SAMPLE# 

No. of samples tested 




analyst 



. Evidence Wt /£3^ 


PHYSICAL DFSCRIPTION: GrossWt( ) 


- 4 YSICA 1 DESCRIPTION: f ' '"f '/ 

'WEtW h !^ll. ^yn^ /4J /4c^^ - ^ A.. ■/- 


Net Wt 


Ml^ 

~^eSpx:^ (f 


PRFI iMINARY TESTS 
Soot Tests 


Cobalt i i 

Thiocyanate ( ) WC. 


Marquis 

Froehde's 

Mecke's 



pi Mir.rocrystalline Tests 
Gold 

Chloride ’f~ _ 

TLTA ( ) _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 



'I ' ^ 

^ GC/MS CONFIRMATORY TEST 

RESULTS /''/YXin'f^' 

MS 

OPERATOR 

DATE '':')l ('PI 10-^ _ 

yfM- 'R PY- 

Diiil7/OAn^ 
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PRELIMINARY TEST RESULTS 

RESULTS CL)Cl/nfl^ 

DATE _ 


GC/MS CONFIRMATORY TEST 
RESULTS 

MS /rp{P 

OPERATOR 

DATE _ 

T.fl 


“y/OAAC 

Saunders email PRR 000651 










SAMPLE# 


AGENCY I'leV/mA 


ANALYST 


No. of samples tested: f d~~ ‘ Evidence 


Wt Of 




PHYSICAL DESCRIPTION: 




Gross Wt ( ): 



NetWt; 




{ 

w 


PRELIMINARY TESTS 
j^ Bpot Tests 



^ Microcfvstalline Tests 
Gold 

Chloride "f' 

I 

TLTA ( ) 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS Z/IT^//^ 

DATE 


ip- GCmS CONFIRMATORY TEST 
RESULTS CDOkUl^ 


MS 

OPERATOR 


■■n 


DATE 








P.p.-'i'- D-d-r 6 
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PRELIMINARY TESTS 
Spot Tests 


Cobalt j j 

Thiocyanate ( ) 


Marquis 

Froehde's 

MecSke’s 



MIcrocfVstalline Tests 
Gold 

Chloride ~/' _ 

TLTA ( ) ~t _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS 

DATE 


GC/MS CONFIRMATORY TEST 
RESULTS 


MS 

OPERATOR 


'cr- 


DATE 


Saunders_emaiLPRR_000654 




















Information 
File Name 
Operator 
Date Acquiri 
Sample Name 
Submitted b; 
Vial Number 
Acquisition] 
Integrator 

















































Area Percent / Liibrary Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 

AcquisitionMeth 


D: \SYSTEM8\03_OS_12\820105.d 
DCS 

5 Mar 2012 17:17 

COCAINE STANDARD 


drugs.M 
RTE 


Search 

Libraries 

: C;\Database\SLI .L 

C;\Database\NIST08.L 

C;\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 


CAS# Qual 


4.67 


C;\Database\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40 

20 




Average of 4.629 to 4.827 min.: 820i05.d\dala.ms (-) 


42 


,55 67 


182 


94 105 


122 


m/z-> 40 

Abundance 

80 

60 

40 

20 

0 


60 


80 

8i2 


l' ( 

100 120 


135 


152 166 


198 


214 


272 

74 ? 259 I 288 

r - i - p- 


303 


42 


55 68 


140 160 

#29; COCAINE 

182 


, , I 1 I'V I • ' , I I I I I I T _ 

180 200 220 240 260 280 


300 


94 


105 


122 


m/z--> 


40 


e'o' 80 160 .120 .140 


135 I?? 


198 


214 


244 259 


272 


303 


, .lit, ft , , i . tV| ... I , I . ■ l■ T -r^ 

i 160 180 200 . 220 240 260 .280 


300 


820105 .d 


Mon Mar 05 17:30:38 2012 


Page 2 
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rnforn 
File 1 


Sample N; 
Submittei 

Vial Num! 

Acquisit 

Integrat 


Abundance 


400 ' 

















Area Percent / Library 


Data Pile: 

D; \SYSTEM8\03__05_12\820107 -d 

DCS 

5 Mar 2012 17;49 



































































Ajrea Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


oaca ; 

D; \SYSTEM8\03_05_12\820110 

DCS 

5 Mar 2012 18:37 


DCS 
10 

DRUGS,M 
RTE 


d 



Ret. Time 


Area Area % Ratio % 


3.896 

4.666 


181135 8.36 

1984421 91,64 


9.13 
100.00 


820110 .d 


Mon Mar 05 18;50;51 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ^ D:\SYSTEM8\03_05_12\820110 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


DCS 

5 Mar 2012 

DCS 

10 

drugs.M 

RTE 


18:37 


d 


Search Libraries: 


C;\Database\SLI.L 
C:\Database\NIST08.L 
C;\Datataase\PMW_TOX2.L 


PK# RT Library/ID 


Minimum Quality; 80 
Minimum Quality: 80 


CAS If Qual 


3.90 C:\Database\NIST08.L 006649-23-6 

lj0V3.rnii soi0 — 

Imidazo[2,l-b]thiazole, 2,3,S,6-tet 014769-73_^ 

Levamisole 


38 

98 

97 


Abundance 


80 


60 


! 

40' 


20 

39 

. Lu 

0 

m/Z"> 

M 1 •sVyi' 

40 


Average of 3.864 to 4.073 min.; 820ilO.<J\data.ms {•) 

148 


73 


51 


89 

i 1 



• L. 1 _lUli 

illi 


U H U 1 1 1 i ' ' . . r . 1 . . ■ ■ , 

nA AA rt/ 


101 


Wrtt 


121 


IvttW4 


, 1^8135 

t' l if | f i n > I 


204 


176 

157 .1 

111111 11111"' I 


Abundance 

80 

60 

'40 

20 


60 70 80 .90 100 110 120.130 140 160 160. 170 .180 1.90 200 

“ #61883rLevamisole 

148 


73 


101 


51 


63 




89 


121 

! 


,108 


m/z-> 40 50. _ 60 70. 80 90 100 110 


1 


204 




176 

57 1fi9 ! 189 

..L--[ I 1 I i- f t 


J'ri p 


120 130 "l 40 150 __16p 170 180 190 200 


820110.d 


Mon Mar 05 18:50:51 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name ; 

Operator ; 

Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 

AcquisitionMeth; 

Integrator : 


Data File; 

D; \SYSTEM8\03_05__12\820110 

DCS 

5 Mar 2012 18:37 

DCS 

10 

DRUGS.M 
RTE 


.d 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08 . L 
C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality;. 80 


CAS# Qual 


4.67 C;\Database\SLI.L 
COCAINE 


000050-36-2 99 



820110.d 


Mon Mar 05 18:50:51 2012 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name, : 
Submitted by ; 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data Pile: 

DI\SYSTEM8\03_05_12\820111.d 

DCS 

5 Mar 2012 18:53 

blank 

DCS 

1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio « 


***N0 INTEGRATED PEAKS*** 


820111.d 


Mon Mar 05 19:06:53 2012 


Page l 
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Information from Data ] 


Pile Name : D;\SY; 

Operator : DCS 

Date Acquired : Shfe 

Sample Name : 

Submitted by : DCS 

Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 



1500000 

1000000 


500000 







Area Percent / Library Search Report 


Information from Data File; Tovoonno 

D: \SYSTEM8\03_05_12\820112 .a 

DCS 

5 Mar 2012 19:09 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 


DCS 

12 

DRUGS.M 
RTE 


4.67 C:\Database\SLI.L 
COCAINE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 

Abundance 




Average of 4.629 to 4.811 min.: 82011 2.d\data.ms (-) 


42 


-rrr-r 

40 


|55 68 


182 


94 105 


60 


80 


122 


135 


152 166 


100 120140 


160 


198 


» « * I j'T" 
180 200 


214 

220 


303 

272 I 

242 260 r 268 

- M ' ' ' ' I I ' I I ■( ■ ■ ; ■ ... I I I 

240 260 .280 _30p 


#29: COCAINE 


mfz-> 



160 180 200 220 


244 259 

-'■t ' ‘ ‘ 1“^ 

240 260 


272 


303 


280 


300 


S20112 ,d 


Mon Mar 05 19:22:54 2012 


Page 2 
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118929 

1046487 



























4.666 









CO ^ 










Information froi 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


Abundance 


1600000 


1000000 


500000' 




Intormation trom Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
i/ial Number 
A^cquisitionMeth 
Integrator 


D:\SYSTEM8\03 

DCS 

5 Mar 2012 


DCS 

15 

DRUGS.M 
RTE 


Search Libraries: C;\Database 

C;\Database 
C:\Database 









Information fri 

File Name . v- 

Operator : DCS 

Date Acquired : 5 Mar 2012 20:14 

Sample Name : BIxANK 

Submitted by : DCS 

Vial Number ; 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 

















Information from Dati 
File Name : D;\i 

Operator : DCS 

Date Acquired ; 
Sample Name ; 
Submitted by r DCS 
Vial Number : 17 

AcquisitionKeth: DRU( 
Integrator : RTE 


Search Libraries; C 

C 








|i^9 


Time-> 2.00 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03 

DCS 

5 Mar 2012 


__05_12\ 
20 ; 46 


820118 .d 


DCS 

18 

DRUGS . M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C;\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
; 80 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

4.67 C:\Database\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance ’ '* Average of 4.634 to 4.811 min : 820118.d\data.ms<-) 



820118.d Mon Mar 05 20:59:15 2012 


Page 2 
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Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 














Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03_05_12\820120.d 

DCS 

5 Mar 2012 21:16 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 820120,d'idata.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


820120.d Mon Mar 05 21:30:04 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM8\03 
DCS 

5 Mar 2012 
BLANK 


DRUGS.M 
RTE 


__05_12\820121 .d 
21 : 32 



Ret. Time 


Area 


Area 


Ratio 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data Pile; 

D; \SYSTEM8\03_05_12\820122 .d 

DCS 

5 Mar 2012 21:47 

COCAINE STANDARD 

5 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C;\Database\NIST08.L 
C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality; 80 


CAS*} Qual 


4,67 C:\Database\SLI.L 
COCAINE 


000050-36-2 99 



820122,d 


Mon Mar 05 22:00:50 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

D:\SYSTEM8\03 

DCS 

5 Mar 2012 
BLANK 
DCS 
2 

DRUGS.M 
RTE 


_05_12\820123,d 
22:03 


Abuncfance TIC: 82bl23,d\data.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


820123,d Mon Mar 05 22:16:13 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

D : \SYSTEM8\03__05_12\820124 . d 



Operator 

DCS 



Date Acquired 
Sample Name 
Submitted by 

5 Mar 2012 22:18 

DCS 



Vial Number 

24 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.67 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.629 to 4.800 min.) 820124,dWata. ms (-) 



820124.d Mon Mar 05 22:31:37 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SySTEM8\03_05__12\820125.d 

Operator : DCS 

Date Acquired : 5 Mar 2012 22:34 

Sample Name : 

Submitted by : DCS 
Vial Number : 25 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 820125.clWata.ms 
























Area Percent / Library Search Report 


Information from Data File: 

D; \SYSTEM8\03_05__12\82012V .d 

DCS 

5 Mar 2012 23:04 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DCS 

27 

DRUGS.M 
RTE 



Ret. Time Area Area Ratio ■€' 


4.666 1036298 100.00 100.00 


820127.d 


Mon Mar 05 23:17:56 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\SYSTEM8\03 05 12\820127.d 


Operator 

DCS 


Date Acquired 

5 Mar 2012 23:04 


Sample Name 



Submitted by 

DCS 


Vial Number 

27 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C;\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 

1 4,67 C 

:\Database\SLl.L 

COCAINE 

000050-36-2 99 



^2 


80 


60 


40 


20 


m/z-> 





105 

i 

42 




I 

65 68 

1 





nil 


.L,_J 

jL 


94 


122 


Jij 


135 


182 


40 


60 


80 


100 120 140 


152 166 

■A r'l ■ 
160 


198 


I. 

7 'TT T I 


180 200 


214 
' ' , I ' 
220 


244 259 


272 


303 






240 260 280 


300 


820127 .d 


Mon Mar 05 23:17:56 2012 


Page 2 
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cs 

28 

RUGS , M 
TE 


C;\Database\SLI.L Minimum Quality: 80 
C; \Database\NIST08.L Minimum Quality: 80 
C; \Database\P^^W TOX2.L 


ilfgl 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SySTEM8\03__05_12\820129.d 
DCS 

5 Mar 2012 23 :35 

BLANK 
DCS 
2 

DRUGS.M 
RTE 


Abundance TIC; 826l29.d\dafa.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


820129.d Mon Mar 05 23:48:47 2012 Page 1 


Saunders email PRR 000700 




Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\03__05__12\820130.d 

Operator : DCS 

Date Acquired : 5 Mar 2012 23:51 

Sample Name : 

Submitted by ; DCS 
Vial Number ; 30 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Abundance TIC: 820130,dWata.ms 



Ret. Time Area Area % Ratio 




Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM8\03 05 12\820130.d 



Operator 

DCS 



Date Acquired 

5 Mar 2012 23:51 



Sample Name 




Submitted by 

DCS 



Vial Number 

30 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality: 80 


C;\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.67 C;\Database\SLl.L 

COCAINE 


000050-36-2 99 



Abundance 


#29: COCAINE 



820130 .d 


Tue Mar 06 00:04:13 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\03__05_12\820133 .d 
DCS 

6 Mar 2012 00:37 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 820133.d\(iala,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


820133.d 


Tue Mar 06 00:50:20 2012 


Page 1 


Saunders email PRR 000703 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D; \SYSTEM8\03__05_12\820134 .d 
DCS 

6 Mar 2012 00:52 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 820134.dWata.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


820134.d Tue Mar 06 01:05:43 2012 Page 1 


Saunders email PRR 000704 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM8\03_05_12\820135.d 
DCS 

6 Mar 2012 1;08 

COCAINE STANDARD 


DRUGS.M 
RTE 


Abundance 


TIC: 820135.d\cfaia.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.666 

1035808 

100.00 

100.00 


820135.d Tue Mar 06 01:21:06 2012 


Page 1 


Saunders email PRR 000705 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM8\03_0S_12\820135.d 
DCS 

6 Mar 2012 1;08 

COCAINE STANDARD 


DRUGS.M 
RTE 


Search 

Libraries; C:\Database\SLl,L 

C;\Database\NIST08,L 
C:\Database\PMW TOX2.L 

Minimum Quality; 80 
Minimum Quality: 80 

PK# 

RT Library/ID 

CAS# Qual 

1 

4.67 C:\Database\SLI.L 

COCAINE 

000050-36-2 99 



820135.d Tue Mar 06 01:21:07 2012 


Page 2 
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